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Thank you for the background on ASHRAE 62-1981 & 62-1989. I agree 
that Janssen, as Chairman of the committee that developed and 
passed the standard, should be contacted and asked to respond 
appropriately to Daynard. I would think he would be very insulted 
by Daynard's innuendos as probably would others on that committee. 
As I mentioned I am dubious that PM should approach Janssen. 

Since our discussion, I have talked to Tom Borelli who, 
fortunately, had not contacted Janssen. I say fortunately because, 
after discussions with C&B, I am pleased to tell you that they have 
taken various steps all.the way along. This Daynard submission is 
but the latest in various procedural activities undertaken to try 
to overturn the ASHRAE standard. This one, which for argumentation 
uses Repace's estimates seems clearly designed to support the EPA 
document. The response we discussed this morning is being revised 
and will be sent to Janssen. 
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